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Message Text 

UNCLASSIFIED 

PAGE 01 VIENNA 04962 2II0I2Z 
ACTION OES-07 

INFO OCT-OI EUR-I2 ISO-00 10-14 NRC-07 /041 W 

024527 211020Z/20 

R2I0922Z JUN 77 
FM AMEMBASSY VIENNA 
TO SECSTATE WASHDC 2185 
INFO USERDA WASHDC 
USERDA GERMANTOWN 

UNCLAS VIENNA 4962 

USIAEA 

DEPT PASS lO/SCT AND NRC 

EO 11652: NA 

TAGS: AORG, OCON, IAEA, TECH, PARM 

SUBJECT: IAEA SYMPOSIUM ON NUCLEAR POWER PLANT EXPORTS 

MISSION WISHES TO DRAW PARTICULAR ATTENTION TO IAEA 
INTERNATIONAL SYMPOSIUM ON PROBLEMS ASSOCIATED WITH THE 
EXPORT OF NUCLEAR POWER PLANTS, TO BE HELD MARCH 6-10, 

1978 IN VIENNA. AIRGRAM WITH DETAILS FOLLOWS. STONE 
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